To:  Ackerman,  Joyce[Ackerman. Joyce@epa.gov] 

Cc:  Butterfield,  W.  Scott[W.S. Butterfield@WestonSolutions.com];  Way, 

Steven[way. steven@epa.gov];  Guy,  Kerry[Guy. Kerry@epa.gov] 

From:  Re-Telang,  Becky 

Sent:  Wed  9/30/2015  6:58:20  PM 

Subject:  RE:  Burn  information  for  Gold  King  Mine  Blowout 

GKM  Blowout  summary  August  and  September.xls 

Joyce, 

While  preparing  the  9/29/2015  RCMS  draft  I noticed  an  error  on  the  burn  sheet  we  have  been  sending.  I 
apologize  for  not  noticing  this  error  sooner.  There  was  a formula  that  did  not  get  updated  in  my  excel  file 
when  we  added  the  latest  amendment.  Here  is  the  updated  file. 

This  matches  the  draft  RCMS  for  09/28/2015  sent  yesterday  with  a total  of  $2,313,227.69.  Which  showed 
us  as  98.49%  spent.  We  will  need  a modification  based  on  this  information. 

Thanks, 

Becky 


— Original  Message — 

From:  Re-Telang,  Becky 

Sent:  Tuesday,  September  29,  2015  1:17  PM 

To:  'Ackerman,  Joyce' 

Cc:  Butterfield,  W.  Scott;  'way.steven@epa.gov';  'Guy,  Kerry' 

Subject:  Burn  information  for  Gold  King  Mine  Blowout 

Joyce, 

Here  is  our  latest  burn  information. 

Thanks, 

Becky 

Becky  Re-Telang 

Weston  Solutions 

1435  Garrison  Street,  Ste  100 

Lakewood,  CO  80215 

303.729-6125 

Becky.  Re-Telang@westonsolutions.com<mailto:Becky.Re-Telang@westonsolutions.com> 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify 
the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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